Colorado Water Quality Segments for the Animas 


Segment 

2012 Impairments 

Proposed 2016 Impairments (prior to Gold King Spill) 

COSJAF07 

Al, Pb, Fe, Cu, and Cd 

Al, Pb, Fe, Cu, and Cd 

COSJAF03a 

unassessed in 2012 

unassessed 

COSJAF03b 

Al, Cd, Cu, Fe, Pb 

Al, Cd, Cu, Fe, Pb 

COSJAF04a 

Al, pH, Cu, Fe, Zn 

Al, pH, Cu, Fe, Zn 

COSJAF04b 

Zn 

temperature, Aquatic Life Use (bio-based), Zn 

COSJAF05a 

Mn 

Mn 
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